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BOUNDARY-LAYER BLEED SYSTEM STUDY FOR A FULL-SCALE, MIXED- 
COMPRESSION INLET WITH 45 PERCENT INTERNAL CONTRACTION 


by Robert J. Shaw, Joseph F, Wasserbauer, and Harvey E. Neumann 

Lewis Research Center 

SUMMARY 

An experimental bleed development study for a full-scale , axisymmetric, mixed- 
compression inlet was conducted. The inlet was designed to satisfy the airflow 
requirements of the TF30-P-3 turbofan engine for Mach 2.5 operation. Capabilities 
for porous bleed on the cowl surface and ram-scoop/flush-slot bleed on the center- 
body surface were provided. At the design Mach number, 55 percent of the super- 
sonic area contraction occurred external to the cowl lip . Data were obtained at the 
design Mach number of 2.5 with a corresponding Reynolds number of 8.2 million 
per meter. Limited inlet stability and angle-of- attack data were also obtained. 

The no-cowl-bleed configuration had the best range. The cowl-bleed configura- 
tions suffered range decrements of 48 to 122 kilometers (26 to 66 n mi) (relative to 
the no-cowl-bleed configuration.) The no-cowl-bleed configuration achieved a min- 
imum stable, diffuser exit recovery of 0.894 with a centerbody-bleed mass flow ratio 
of 0.02. The cowl-bleed configurations had minimum stable recoveries to 0.900 for 
total bleed mass flow ratios to 0.055. Increasing centerbody-bleed flow to a maxi- 
mum increased steady-state stability margins over the normal subcritical operating 
limits . If a constant centerbody-bleed plenum pressure were maintained , reductions 
in diffuser exit corrected airflow could be tolerated prior to unstart. These reduc- 
tions ranged from 4.1 percent for the no-cowl-bleed configuration to 11.8 percent 
for the maximum-cowl-bleed configuration. Diffuser exit recoveries were slightly 
higher when the centerbody-bleed entrance used was a flush slot rather than a ram 
scoop . 

The test results indicate that a nominally no-cowl-bleed configuration having 
cowl-bleed capability for off-design operation is the truely optimum bleed configu- 
ration (from the standpoints of inlet range and stability) . With a centerbody-bleed 
flow of 0.02, the no-cowl-bleed configuration achieved a maximum angle of attack of 
2.55°. With an increased centerbody-bleed flow, the configuration achieved a 6.85° 
angle of attack prior to unstart. The various cowl-bleed configurations achieved 
still higher angles of attack for the respective operating conditions. 


INTRODUCTION 


Efficient operation over the entire flight Mach number range is a fundamental 
design criterion of any aircraft inlet . For flight Mach numbers exceeding 2 , mixed- 
compression inlets appear to offer the designer higher performance levels than com- 
parable all-external-compression inlets . A properly designed mixed-compression 
inlet should provide high total pressure recovery and low total pressure distortion 
levels and incur low drag penalties . A critical area of design of any mixed - 
compression inlet is the internal boundary -layer bleed system . In particular , prop- 
er selection of not only the locations but also the amounts of airflow removal can 
significantly affect inlet performance from the standpoints of recovery , distortion , 
and drag . For an axisymmetric inlet , bleed flow removal is usually required on 
both the cowl and centerbody surfaces to maintain shock - boundary-layer control . 

In addition, sufficient subcritical corrected airflow stability margins are also re- 
quired to avoid inlet unstarts from such internal disturbances as afterburner hard- 
lights or sudden throttle movements . The inlet must also be tolerant to such external 
disturbances as gusts , and this tolerance can be achieved through a separate stabil- 
ity bleed system . Such a system is not discussed herein . However , increases in 
the amount of bleed airflow removal result in corresponding increases in bleed drag 
penalty suffered by the inlet; and such increases in drag can more than offset any 
increases in performance of the inlet . Thus , an optimized bleed system is a nec- 
essary part of any high-performance inlet design . 

The study reported herein was conducted to determine such an optimum bleed 
system for an axisymmetric, mixed-compression inlet designed for operation at a 
flight Mach number of 2.5. At the design Mach number, approximately 55 percent 
of the supersonic area contraction occurred external to the cowl lip . The inlet was 
designed to provide the maximum external compression compatible with high total 
pressure recovery and low cowl drag . The inlet was sized to meet the airflow de- 
mands of the Pratt & Whitney TF30-P-3 turbofan engine at the design Mach number. 
The inlet-engine combination was to be used in an experimental propulsion system 
compatibility program to be conducted in the Lewis Research Center's 10- by 10-Foot 
Supersonic Wind Tunnel . 

The bleed study reported herein was conducted in the 10- by 10-Foot Supersonic 
Wind Tunnel at a free-stream Mach number of 2.5 and at a Reynolds number of 
8.2 million per meter. Test results are presented in the form of flow surveys made 
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at various positions within the inlet and as measurements of bleed flow rates , total 
pressure recoveries , and engine face distortion levels . Limited unstart angle-of- 
attack performance data are included . 

U .S . customary units were used in the design of the test model and for recording 
and computing the experimental data . These units were converted to the International 
System of Units (SI) for presentation in this report . 

SYMBOLS 

A flow area, m^ 

2 

cowl-lip capture area (0.7073 m ) 
d distance from surface, cm 

H annulus or rake height , cm 

L centerbody support strut length , cm 

M Mach number 

m/m^j mass flow ratio 

2 

P total pressure , N/m 

2 

p static pressure , N/m 

R cowl-lip radius (0.4745 m) 

r radius, m 

W cowl-bleed exit height, cm 

X axial coordinate , m 

a angle of attack , deg 

0^ cowl- lip position parameter, 0^ = arctan j.p = 26.4° 

<p circumferential rake position (counterclockwise looking downstream) , deg 

Subscripts: 

ac aft-cowl bleed 

bl bleed 
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by bypass 

cb centerbody bleed 

fc forward-cowl bleed 

max maximum 

min minimum 

X value at distance x 

0 free stream 

2 diffuser exit 

Superscript: 

_ area-weighted average 

APPARATUS AND PROCEDURE 
Inlet Model 

The model used in this investigation was a full-scale inlet sized to meet the air- 
flow demands of the TF30-P-3 turbofan engine at a free-stream Mach number of 2.5. 

It was a mixed-compression design with 55 percent of the supersonic area contraction 
occurring external to the cowl lip . Model hardware was designed to simulate the 
external contours and operating systems of a flight inlet system whenever possible . 
Internal contours were considered appropriate for an operational inlet system . 

The inlet model is shown installed in the 10- by 10-Foot Supersonic Wind Tunnel 
in figure 1 (a) . For this investigation , the inlet was coupled to a cold-pipe - choked- 
exit-plug assembly . A nacelle cutaway illustrating the cold-pipe installation is 
shown in figure 1(b) . 

At the design Mach number of 2.5 and a free-stream temperature of 390 K, the 
TF30-P-3 requires a corrected airflow of 65.8 kg/ sec (145 Ib/sec) . The inlet capture 
area was 0.7073 square meter. For these conditions, the engine required 93 percent 
of the capture mass flow at a total pressure recovery of 91 .5 percent. Of the remain- 
ing inlet mass flow, 5.5 percent was allotted for performance bleed and 1.0 percent 
for overboard bypass flow for terminal- shock-position control. An additional 0.5 
percent was spilled over the cowl . 
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Essential features of the inlet design are shown in isometric form in figure 1(c) . 
The inlet centerbody had a two-cone spike with an initial cone half-angle of 12.5° 
and a second cone half-angle of 18.5°. The design cowl-lip position parameter 0 
was 26.4°. The cowl lip had a leading-edge radius of 0.038 centimeter. The initial 
internal cowl angle was 2° (from the centerline axis); the external cowl angle was 
set at 5° to keep the cowl drag at a low value . Capability was provided for cowl bleed 
both forward and aft of the geometric throat and for centerbody bleed forward of the 
geometric throat . 

The centerbody was supported by four equally spaced hollow struts . The 
centerbody -bleed flow was ducted overboard through these struts. Internal valves 
in each strut were used to control the centerbody-bleed flow . Cowl-bleed flows 
were discharged directly overboard. Overboard-bypass doors were used for termi- 
nal shock control . The inlet was started by translating the centerbody . A flight 
version of this inlet would require a collapsing centerbody (second cone) for start- 
ing and off -design operation . 

The internal contours of the supersonic diffuser were determined from the invis- 
cid method-of-characteristics analysis discussed in reference 1 . The design philos- 
ophy was similar to that used to design the inlet of reference 2 . The intent was to 
provide the maximum external compression compatible with high total pressure re- 
covery and relatively low cowl drag and thus to reduce the length of the supersonic 
diffuser from the cowl lip to the geometric throat . A reduction in supersonic diffuser 
length would hopefully result in a decrease in the required cowl-bleed flow . The 
inlet was designed such that the isentropic compression fan from the internal surface 
of the cowl and the cowl-lip oblique shock were nearly focused on the centerbody 
surface . The compression was canceled at the centerbody with a sharp turn followed 
by an isentropic compression contour of the local surface as specified by the inviscid 
analysis . A centerbody-bleed slot was provided over this compression region for 
boundary-layer control just ahead of the geometric throat . It should be noted that 
the inviscid method-of-characteristics analysis did not account for the presence of 
the slot/ scoop . 

Properties of the theoretical inviscid flow field for the design Mach number of 
2 . 5 are shown in figures 2 and 3 . The variations of cowl and centerbody surface 
Mach number as well as the computational flow field mesh (from the method-of- 
characteristics analysis) are shown in figure 2 . Figure 3 indicates the theoretical 
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static pressure variations for each surface . A quasi-one-dimensional analysis was 
used to design the subsonic diffuser contours . The static pressure distributions in 
the subsonic diffuser region (x/R >2,8) shown in figure 3 were obtained from this 
same type of analysis , along with the actual diffuser area variation . 

The theoretical, inviscid, total pressure recovery at the geometric throat 
(x/R = 2.78) upstream of the inlet terminal shock was 0.982. The throat Mach number 
of 1.30 resulted in a theoretical normal shock recovery of 0.962. The inlet throat 
section (2 .78 < x/R < 3.2) had an initial area diffusion of 1° equivalent conical ex- 
pansion and a length equal to 4 hydraulic radii . The subsonic diffuser length meas- 
ured from the geometric throat was 1 . 5 inlet diameters . The equivalent conical ex- 
pansion of the complete subsonic diffuser (from geometric throat to diffuser exit) 
was 10° . The area variation through the inlet is shown in figure 4 . The coordinates 
of the cowl and centerbody surfaces are listed in table I . 

The model was designed to provide for inclusion of single rows of vortex gener- 
ators on both the cowl and centerbody surfaces to prevent boundary-layer separa- 
tion. The generator location was at x/R = 3.37 for both surfaces. Two different sets 
of vortex generators were available for testing with this model . Data are presented 
for model performance with each set of generators as well as with no generators on 
either surface . Figure 5 (a) gives the pertinent design information for both sets of 
generators. Figure 5(b) indicates the placement of the generators on both surfaces 
with respect to the inlet support struts . Reference 3 gives a more complete discus - 
sion of the performance of the generator configurations within the inlet . For a more 
complete discussion of the design of the inlet, the reader is referred to reference 4. 

Bleed System 

Provision was incorporated in the inlet design for bleed airflow removal through 
both the cowl and centerbody surfaces in the throat region . As indicated previously , 
the isentropic compression fan from the cowl and the cowl-lip oblique shock were 
canceled at the centerbody surface with an initial sharp turn followed by a pre- 
scribed contour. A slot/ scoop bleed entrance was positioned immediately down- 
stream of the cancellation point for boundary-layer control purposes . The slot/ scoop 
coordinates are shown in figure 6 . Results from reference 2 indicated that placement 
of the bleed slot/ scoop upstream of such a cancellation point resulted in less than 
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desirable boundary-layer control . In addition , the higher surface static pressures 
downstream of the cowl shock impingement would hopefully result in better bleed 
pumping characteristics and higher bleed pressure recoveries in the centerbody 
cavity . 

The different centerbody-bleed entrance configurations tested are shown in fig- 
ure 6 . Both the ram-scoop and flush-slot designs had the capability of using either 
a sharp or blunt downstream lip and any of three leading-edge configurations . The 
ram scoops were designed to capture 3 percent of the duct flow Glased on inviscid 
calculations) . The bleed airflow was ducted back through the centerbody to the hol- 
low centerbody support struts (fig. 7) . Internal ’’butterfly type" valves in the 
struts , which could be remotely positioned , were used to control the bleed back- 
pressure . The bleed airflow was then ducted overboard to the free stream , Fig- 
ure 6 indicates that the inclusion of the ram-scoop entrance resulted in the geometric 
throat of the inlet moving upstream to the bleed lip . In units of x/R , the upstream 
movement was 0.10. A decrease in the available flow area near the geometric throat 
also occurred and is shown in figure 4 . 

Two regions of porous bleed were incorporated on the cowl surface (fig. 8) . 

The forward cowl-bleed region was located opposite to the centerbody slot/scoop 
and extended from x/R = 2.556 to x/R = 2.770. It was composed of 25 rows of 0.3175- 
centimeter -diameter normal holes located on centerlines that were 0.410 centimeter 
apart. The rows were staggered in a 60° pattern to prevent inducing any circumfer- 
ential variations in boundary-layer properties . The aft cowl-bleed region extended 
from x/R = 2.797 (just downstream of the geometric throat) to x/R = 3.105. It was 
composed of 36 rows of 0.3175-centimeter-diameter normal holes located on center- 
lines that were 0.408 centimeter apart. The aft holes were also staggered in a 60° 
pattern . Nominal surface porosity of both bleed regions was 40 percent . 

Cowl-bleed flows were discharged overboard through slot exits located on the 
external cowl surface . Bleed exit areas could be changed from configuration to con- 
figuration but not remotely. Cowl exit areas were sized for 1.4, 2.7, and 5.5 per- 
cent of the cowl-lip area . 


7 



Model Instrumentation 


The diffuser exit , mass flow ratio was calculated by using a calibrated choked 
plug and an average of eight static pressures in the cold pipe located 5.78 cowl-lip 
radii ahead of the plug exit (fig. 1(b)) . Cowl-bleed flow ratios for both the forward 
and aft locations were determined from three circumferentially positioned static and 
total pressure surveys at their respective exits and from the measured exit areas 
(fig . 8) . The centerbody-bleed mass flow ratio was determined from the measured 
total pressures in the hollow support struts , the strut valve choked-exit areas , and 
an experimentally determined flow coefficient (fig. 7) . The overboard-bypass mass 
flow ratio was determined from a calibrated choked-exit area and the assumption 
that the bypass total pressure was equal to the average local static pressure at the 
bypass entrance . An experimentally determined flow coefficient was also determined 
for the overboard-bypass flow . 

Static pressure variations along each surface throughout the inlet were deter- 
mined from static pressure taps located along the top centerline of both the cowl and 
centerbody . Locations of the static pressure taps are given in table II . 

The inlet flow field was surveyed by total pressure rakes at the throat, throat 
exit , mid-diffuser , and diffuser exit positions (fig . 9 (a) ) . The details of the various 
rakes are given in figure 9(b) . The rakes were circumferentially indexed to avoid 
mutual interference effects . All data from the rake surveys are presented in the 
form of measured pressures; that is, for locally supersonic flow, the pressures 
represent the measured values behind a locally normal shock . 

The details of the steady-state total and static pressure instrumentation at the 
diffuser exit are shown in figure 9 (c) . The overall , diffuser exit , total pressure 
recovery was determined from an average of 72 total pressure measurements (six 
area-weighted tubes per rake) . Three of the rakes (1,7, 10) had three additional 
total pressure probes to better define the boundary layers on the cowl and center- 
body at the diffuser exit . The presence of the four centerbody support struts was 
accounted for when the area weighting of the 12 rakes was accomplished . Wall static 
pressure measurements were made by using the 20 wall static pressure taps shown 
in figure 9(c) . 

Figure 10 indicates the static pressure and bleed flow survey measurements made 
for each centerbody-bleed entrance configuration . 
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DISCUSSION OF RESULTS 


Range Sensitivity Comparison 

A primary consideration in evaluating any supersonic cruise inlet is the range 
sensitivity of that inlet . Any particular inlet can be evaluated against a chosen ref- 
erence inlet as to the number of kilometers of range gained or lost . Range sensitivity 
accounts for the influence of important parameters such as inlet total pressure recov- 
ery , bleed mass flow amounts , bleed total pressure recovery , and cowl drag . Past 
mission-analysis studies have shown that a reduction in inlet total pressure recovery 
of 0.01 results in a range decrement of 59 kilometers (32 n mi) and that an increase 
in bleed drag coefficient of 0.01 results in a range decrement of 75 kilometers (41 n 
mi) (ref. 5) . The bleed drag coefficient accounts for both bleed mass flow and bleed 
total pressure recovery levels . Calculation of the bleed drag coefficient assumes 
that the flow is choked at the exit plane and is disch£u*ged in an axial direction . 

A range decrement comparison of the final four inlet bleed configurations tested 
(table III) is shown in figure 11 . In this comparison the configuration with no cowl 
bleed (Accb) was used as the reference configuration. Henceforth, configuration 
Accb will be termed the no-cowl-bleed configuration . The effects of bleed flow , 
bleed total pressure recovery , £ind diffuser exit total pressure recovery levels were 
accounted for in the comparison . It was assumed that all configurations would have 
the same cowl drag , so no cowl drag penalties were allotted . The configurations 
were compared for a critical inlet operating point (terminal shock located at the 
geometric throat) with a diffuser exit corrected airflow of 65.8 kg/sec (145 Ib/sec) . 
As noted previously , the TF30-P-3 turbofan engine requires a corrected airflow of 
65 . 8 kg/ sec for Mach 2 . 5 operation . 

It can be seen from figure 11 that the cowl-bleed configurations experienced 
range decrements of from 48 kilometers (26 n mi) for configuration IIIAccb to 122 
kilometers (66 n mi) for configuration IIAccb depending on the amount of bleed air- 
flow removed. It is shown later (Cowl Bleed Development section) that addition of 
cowl bleed did result in higher diffuser exit pressure recoveries but that the in- 
crease in range afforded by this increased recovery was nlore than offset by the 
range decrement attributed to the increased cowl bleed . Thus , from range consider- 
ations alone , the no-cowl-bleed configuration would be the most desirable choice 
of those configurations tested . Of course , the final selection for an inlet bleed con- 
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figuration must also include consideration of other important performance criteria 
such as inlet stability margins and distortion levels . The final choice will often 
represent a compromise based upon the particular mission requirements . 

Centerbody Bleed Development 

The inlet bleed development program reported herein was accomplished in two 
phases . Initially , various centerbody -bleed entrance configurations were tested and 
an optimum centerbody configuration chosen . This superior centerbody configuration 
was in turn used to determine the optimum cowl-bleed pattern and hence the optimum 
inlet bleed configuration . The various bleed configurations tested are described 
in table III . The first six configurations listed represent the centerbody-bleed con- 
figurations tested; the final five represent the cowl-bleed configurations tested . 

The designations for the various configurations are in agreement with those used 
in reference 4 . Several points should be noted with regard to the centerbody-bleed 
configurations tested. As the table indicates, the cowl-bleed pattern was not fixed 
for this portion of the study , so caution must be exercised when comparing overall 
inlet performance levels . Also the vortex generators employed were not the same 
for all configurations tested . Finally , for this portion of the test program , the 
overboard-bypass system was sealed . It was not sealed for the cowl-bleed develop- 
ment portion . 

A comparison of inlet total pressure recovery levels as a function of centerbody- 
bleed flow for inlet operation with the terminal shock at the geometric throat (criti- 
cal) is presented in figure 12 . For all configurations except VDccb and VIEccb , 
the following test procedure was employed; The centerbody-bleed exit area was set 
at the minimum opening for which the inlet terminal shock could be positioned at 
the geometric throat without unstart occurring . A control-room visual display was 
used to help position the terminal shock. This sequence was repeated with ever- 
increasing bleed exit areas (decreasing backpressures) to generate the curves 
shown. For configurations VDccb and VIEccb, the terminal shock was positioned 
at the geometric throat only for the smallest bleed exit area and was not repositioned 
for the other exit areas . For each configuration , the lefthandmost data point would 
correspond to the minimum centerbody bleed required to result in critical inlet op- 
eration . This operating point would have no subcritical stability margin . Any further 
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reduction in corrected airflow would result in immediate inlet unstart . 

The curves indicate that configuration Accb could achieve a total pressure recov- 
ery of 0.898 for centerbody -bleed mass flows as low as 0.016 (which in this case 
was also the total bleed mass flow) . All the other configurations exhibited approxi- 
mately equal recovery levels , but in each case at least 0 . 02 centerbody-bleed mass 
flow was required. In particular, configuration VDccb achieved recoveries of 0.908, 
but a centerbody-bleed mass flow of at least 0.024 was required in addition to a 
cowl-bleed mass flow of 0 .02 . 

Centerbody boundary-layer rake profiles for the configurations are shown in 
figure 13 . The profiles indicate the quality of the centerbody boundary layer imme- 
diately downstream of the bleed entrance . Data are presented for minimum stable , 
critical , and representative supercritical operating conditions . For each configura- 
tion , the centerbody-bleed exit area was chosen so as to result in a bleed mass flow 
slightly greater than the respective minimum value shown in figure 12 . No signif- 
icant differences among the various profiles can be noted , so it appears that all 
centerbody-bleed entrance configurations provided acceptable boundary-layer con- 
trol, 

Centerbody-bleed performance for the various configurations is shown in fig- 
ure 14. Configuration Accb achieved bleed recovery levels about equal to those of 
the other configurations but for smaller bleed flow amounts . 

The centerbody-bleed-passage survey rake profiles shown in figure 15 indicate 
that differences did exist in the character of the flow entering the slot/ scoop . Con- 
figurations Accb and C , which were blunt-lip configurations , had essentially flat 
profiles for all operating conditions . For the terminal shock downstream of the bleed 
entrance , locally supersonic flow existed over the entrance , and thus a bow shock 
existed ahead of the blunt lip . The flow entering the bleed passage was turned away 
from the bleed duct surface of the lip by the shock, and a ’’deadwater” region existed 
adjacent to this surface. Since the rake extended only partially across the passage, 
it indicated the deadwater (or base pressure) level. For minimum stable operation, 
the terminal shock was located in the bleed entrance, and again the bleed flow was 
turned away from the surface by the shock . The sharp-lip configurations (VDccb 
and VIEccb) exhibited flat profiles only for minimum stable conditions when the 
shock was in the bleed entrance. For configurations B and Fccb, static pressure 
distributions indicated that the terminal shock was located downstream of the en- 
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trance for minimum stable conditions . Since both configurations had sharp lips , 
the flow was not deflected away from the bleed duct surface as the profiles indicate. 
The somewhat different character of the profile of configuration Fccb was attributed 
to faulty total pressure measurements in the midchannel region . 

The effects of slot and scoop bleed entrances on inlet steady-state performance 
are discussed in references 6 and 7 . The inlet considered there was a two- 
dimensional, all-external-compression design with a flight Mach number of 2.0. 

The diffuser exit recovery for the inlet with a slot bleed entrance was found to be 
about 2 percentage points (0.02) higher than the recovery for the inlet with a ram- 
scoop bleed entrance (ref. 6) . The authors attributed this recovery variation to a 
difference in the terminal shock structure near the bleed entrance . The recovery 
levels of figure 12 seem to reveal a similar trend . That is , the slot bleed configura- 
tions exhibited a slightly higher recovery on the average than did the ram-scoop 
bleed configurations . The study of reference 7 involved an investigation of the 
properties of the bleed flow entering a centerbody flush slot . It was determined that 
the bleed flow entered the slot as a concentrated jet flow near the downstream lip . 
The jet was directed away from the bleed duct surface, creating a deadwater region 
adjacent to this surface. These results agree qualitatively with those presented 
herein. 

It is shown later (in the section Cowl Bleed Development) that the actual cowl-lip 
oblique shock impinged on the centerbody surface ahead of the theoretical location 
and was thus reflected toward the cowl surface . The static pressure rise across 
this oblique shock system appeared to restrict the centerbody-bleed recovery at- 
tained by the flush-slot configurations . 

The data presented herein indicate that no appreciable differences in overall 
inlet operating characteristics existed for any of the configurations tested . Since 
configuration Accb exhibited equally high bleed total pressure recoveries for de- 
creased bleed flows, the flush-slot, blunt-lip, dump -leading-edge, centerbody- 
bleed entrance configuration was chosen to be used in the cowl-bleed development 
portion of the study . It should also be noted that configuration Accb was able to 
maintain high inlet recovery levels for smaller amounts of centerbody-bleed flows 
than the other configurations . 
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Cowl Bleed Development 


As indicated previously , the cowl-bleed development was accomplished with the 
overboard bypass system operating . For each configuration , the choked-exit plug 
and overboard -bypass doors were adjusted so that the inlet was delivering the re- 
quired corrected weight flow (65 . 8 kg/sec) with the terminal shock located at the 
geometric throat . This operating point is termed "critical . " The amount of overboard 
bypass was as high as 0.06 (for configuration Accb) . For all five configurations 
tested (table III) , performance curves are presented . In addition , rake profiles 
and static pressure distributions for minimum stable , critical , and representative 
supercritical operating conditions are presented . As an aid to the reader , a certain 
consistency in figure symbols has been maintained . That is , the circular , square , 
and triangular symbols used to indicate , respectively , minimum stable , critical , 
and representative supercritical operating conditions have been used for both the 
rake profiles and the static pressure distributions for the respective operating con- 
ditions. For the diffuser exit rake profiles, only rake 1 profiles (fig. 9) are pre- 
sented . 

The performance levels for configuration Accb are shown in figure 16 . With no 
cowl bleed, a diffuser exit recovery of 0.894 could be reached prior to unstart. 
Steady-state distortion levels varied from 10 to 13 percent for the terminal shock in 
the throat region . The centerbody-bleed exit area was adjusted to give a nominal 
0 . 02 centerbody -bleed flow . This slight increase from the optimum bleed flow 
(0.016) provided some subcritical stability margin, as shown in figure 16. 

The corresponding static pressure distributions and rake profiles for configura- 
tion Accb are presented in figure 17 . The cowl-side static pressure distributions 
for critical and supercritical operating conditions (fig. 17(a)) indicate that an over- 
pressure occurred at x/R = 2.68. As reference 4 points out, the theoretical analysis 
used to design the supersonic portion of the inlet was performed with the assumption 
that the cowl-lip was shaurp and that thus the cowl shock was an attached shock . 

In reality, the cowl Up had a radius of 0.038 centimeter, and so the actual cowl shock 
was detached and stood 0.06 centimeter ahead of the leading edge . Since the analysis 
did not account for this standoff distance , the actual cowl shock impinged ahead of 
the desired centerbody location and was reflected , striking the cowl surface . The 
overpressure observed on the cowl surface was due to the reflected shock. 
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The cowl-side, boundary-layer rake profiles (fig. 17(c)) and the throat exit 
rake profiles (fig. 17(e)) indicate that the cowl-side boundary layer was apparently 
not in need of any bleed flow removal to remain attached . For Mach 2 . 5 operation , 
the inviscid cowl-surface Mach number diffused from 1.8 to 1.3 in the supersonic 
diffuser region . The cowl-side , boundary-layer rake profiles indicate that a normal 
shock total pressure recovery of 0.96 was achieved for the inviscid flow region, 
which is in agreement with the theoretically predicted level. The incompressible 
shape factor for the cowl-side boundary layer was computed for critical inlet oper- 
ation and found to be 1.45. Since a shape factor of about 1.8 would indicate potential 
separation problems , the cowl-side boundary layer was not separated in the throat 
region. Thus, it appears that the original inlet design goal of shortening the super- 
sonic diffuser to minimize the required cowl bleed was realized . 

The mid -diffuser rake profiles of figure 17(f) indicate reduced total pressure 
recovery levels over those of the diffuser exit rake (fig. 17(g)) . The mid-diffuser 
rake was located immediately downstream of the centerbody vortex generators . The 
reduced recovery levels are indicative of the presence of the trailing vortices and 
subsequent increased turbulent mixing . This feature was observed for all configura- 
tions tested . 

Stability performance curves for configuration Accb are shown in figure 18. A 
concept for generating increased inlet stability is fully discussed in reference 8 . 

The test reported therein indicated that large subcritical inlet stability margins 
could be provided if the bleed backpressure (bleed exit area) were varied so as to 
maintain a constant bleed total pressure recovery . For normal operation , the bleed 
exit area would be sized so as to provide for nominal bleed requirements . However , 
when the terminal shock would begin to move upstream in response to a flow dis- 
turbance , the bleed exit area would increase to allow increased bleed flow and to 
prevent inlet unstart . The test of reference 8 incorporated such a stability bleed 
system on the cowl surface . Conceptually , a similar system could be incorporated 
into the centerbody-bleed system . 

Figure 18 presents centerbody-bleed performance curves for various bleed exit 
areas and the subsequent inlet operating levels. For these data, a given symbol 
represents a constant bleed exit area . The operating point corresponding to the 
lesser bleed flow and recovery represents critical operation; the other point (tailed 
symbol) represents the minimum stable operation . It should be noted that the use 
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of the symbols to present these data is not consistent with the use of the symbols 
to present the steady-state performance data corresponding to the optimum 
centerbody-bleed exit area. It can be seen that, from the normal operating point 
(circular symbol) , the centerbody-bleed flow could be increased by about 0.019 if 
a constant bleed pressure recovery level were maintained (P^j^/Pq = 0.24) . In terms 
of allowable decrease in diffuser exit corrected airflow , a 4 . 1 percent reduction 
could be tolerated prior to unstart . This percentage reduction in corrected airflow 
for a constant bleed pressure recovery is termed "the constant pressure stability 
index.” From the inlet performance curves, a diffuser exit recovery of 0.908 could 
be achieved prior to unstart . The stability data for configuration Accb were taken 
with slightly less overboard-bypass flow than was removed when the basic perform- 
ance data were taken (fig. 16) . 

As table III indicates , configuration IIIAccb had a distributed forward-cowl bleed 
of constant porosity . All 25 rows of the forward-cowl-bleed region had a one-hole- 
open, five-holes-closed pattern; the aft cowl-bleed region was sealed. Figure 19 
indicates the performance levels of this configuration . The minimum stable diffuser 
exit recovery was 0.896; the steady-state distortion varied from 10 to 13 percent 
for the terminal shock in the throat region . 

Pressure distributions and rake profiles for the selected operating points are 
shown in figure 20 . As expected , the cowl bleed did reduce the thickness of the 
cowl-side boundary layer, as shown by comparing figure 20(c) with figfure 17(c) - 
the corresponding no-cowl-bleed profiles . An increased diffuser exit recovery near 
the cowl surface was also noted . 

Figure 21 presents the stability performance for configuration IIIAccb. If a 
centerbody-bleed recovery of 0 . 24 were maintained in the bleed plenum , the 
centerbody-bleed flow could be increased by about 0.032 prior to unstart, with the 
resultant diffuser exit recovery of 0.939. The increase in total bleed mass flow 
was 0.042. The corresponding constant-pressure stability index was 9.2 percent. 

Configuration IVAccb had only two rows of forward-cowl bleed, both of which 
were opposite to the slot opening on the centerbody . Two rows of aft-cowl bleed 
were also opened to provide for supercritical shock control. As indicated in fig- 
ure 22, the minimum stable recovery was 0.900 for configuration IVAccb; the steady- 
state distortion varied from 10 to 14 percent for the terminal shock in the throat 
region . This configuration had no subcritical operating range . That is , the terminal 
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shock could not be positioned forward of the geometric throat without unstart 
occurring . Pressure distributions and rake profiles for the selected operating points 
are shown in figure 23 . 

Stability performance for configuration IVAccb is shown in figure 24 . Maintain- 
ing a bleed plenum pressure recovery of 0.24 would allow a 0.034 increase in 
centerbody -bleed mass flow prior to unstart with a corresponding diffuser exit pres- 
sure recovery of 0.937. The increase in total bleed mass flow was 0.045. The re- 
sultant constant pressure stability index was 8 . 9 percent . 

Configuration lAccb had a distributed foward-cowl-bleed pattern (one hole open , 
two holes closed) for the 13 bleed hole rows that spanned the slot opening on the 
centerbody . As with configuration IVAccb , two rows of aft-cowl bleed were com- 
pletely open . The performance curves of figure 25 indicate that a minimum stable 
recovery of 0.898 was achieved; distortion levels were in the 10 to 13 percent range 
for the terminal shock in the throat region. In addition, only a small subcritical op- 
erating range existed . Pressure distributions and rake profiles are presented in 
figure 26. The increased forward- cow 1-bleed capability of lAccb over that of IIIAccb 
resulted in a predictably thinner cowl-side boundary layer (figs. 23(c) and 26(c)) . 
Also the increased cowl bleed allowed the terminal shock to be positioned further 
upstream prior to unstart (figs. 23(a) and 26(a)) . 

Stability performance is shown in figure 27 for configuration lAccb . If a 
centerbody -bleed recovery of 0.24 were maintained , a maximum increase in center- 
body bleed of 0 . 029 could be achieved . The increase in total bleed mass flow was 
0.042. The resultant diffuser exit pressure recovery would be 0.938 and the 
constant-pressure stability index about 9 . 1 percent . 

Configuration ILAccb had the same cowl-bleed patterns as did LAccb . However , 
the forward-cowl-bleed exit area was increased so as to provide a supercritical 
bleed mass flow ratio of about 0.021. The aft- cowl-bleed exit area was unchanged. 

Performance curves for this configuration are shown in figure 28 . The minimum 
stable recovery achieved was 0.900. Distortion levels for the terminal shock in the 
throat region varied from 9 to 13 percent. A comparison of the distortion levels for 
configurations LAccb and ILAccb (figs. 25 and 28) indicates that the increased bleed 
capability did decrease the distortion level for the shock in the throat region; how- 
ever , the minimum stable diffuser exit pressure recovery was essentially the same 
for the two configurations . Pressure distributions and rake profiles for configuration 
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HAccb are presented in figure 29 . 

Stability performance for configuration IIAccb is shown in figure 30 . Maintaining 
a centerbody -bleed recovery of 0.23 would allow a 0.038 increase in centerbody- 
bleed flow prior to unstart . The increase in total bleed mass flow was 0 . 054 . The 
resultant maximum diffuser exit pressure recovery would be 0.943, and the constant- 
pressure stability index would be 11.8 percent. 


Stability Performance Comparison 

A comparison of the constant-pressure stability performance of the final five con- 
figurations tested is shown in table IV . The increase in total bleed mass flow removal 
through the centerbody and cowl regions between the normal operating point (opti- 
mum centerbody -bleed exit area) and the operating point prior to unstart (maximum 
centerbody -bleed exit area) was determined from the stability performance curves 
(figs. 18, 21, 24, 27, and 30). The table indicates that the stability performances 
of configurations lAccb , IIIAccb , and IVAccb were about equal , with constant- 
pressure stability indices of 9.1, 9.2, and 8.9 percent, respectively, being 
achieved. The corresponding increases in total bleed mass flow were 0.042, 0.042, 
and 0.045. Configuration Accb had a constant-pressure stability index of 4.1 percent 
with a total bleed mass flow increase of 0.019 . For configuration IIAccb , the constant- 
pressure stability index was 11.8 percent, and the bleed mass flow increase was 
0.054. The data indicate that each additional percentage point (0.01) of bleed mass 
flow removed beyond the no-cowl-bleed level of 0.034 resulted in an increase in 
constant-pressure stability index of from 2 to 5 percent . 

The constant-pressure stability results achieved in this test verify that inlet 
tolerance to internal airflow disturbances can be significantly increased through the 
use of a so-called constant-bleed-pressure stability system in conjunction with the 
centerbody bleed . The implementation of this concept requires devices (so-called 
pressure relief valves) to vary the bleed exit area so as to achieve constant bleed 
plenum pressure. For the cowl stability bleed system (ref. 8), the exit area varia- 
tion (or response) would have to be rapid since the available cowl-bleed plenum 
would be small . However , since the centerbody-bleed plenum would be much larger , 
the pressure relief valves need not have as rapid a response since many transients 
could be absorbed by the plenum . 
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The amount of inlet stability required will obviously be dependent on the par- 
ticular mission . The steady-state inlet performance data presented indicate that the 
no-cowl-bleed configuration (Accb) was the superior configuration from a range 
degradation standpoint . If a larger amount of stability than the no-cowl-bleed con- 
figuration provided (4,1 percent) is required, the inlet designer is faced with sev- 
eral alternatives . If he is willing to accept the associated range degradation penalty , 
he can simply add a cowl performance bleed system to the basic centerbody-bleed 
system . The results presented herein indicate that stability indices as large as 12 
percent could be expected, but range degradations of as much as 122 kilometer 
(66 n mi) must also be tolerated . Alternately , he could explore the possibility of 
adding a cowl-side stability system , either in addition to or in place of the center- 
body stability system . Obviously , further testing would be required to determine 
stability levels and range degradations of such configurations . 


Steady-State Distortion Comparison 

For all configurations reported herein , the overall diffuser exit recovery was 
about 0.90 for minimum stable operation. Up to the geometric throat station, the 4 
percent loss (0 . 04) in total pressure in the inviscid core of the supersonic stream 
matched the theoretical predictions (figs. 17(c), 20(c), 23(c), 26(c), and 29(c)). 
However, the area-weighted recovery was somewhat less than 0.96 because of 
boundary-layer growth, being about 0.93 at the throat exit station for all configura- 
tions . Thus , an overall loss in recovery of 7 percent occurred up to the throat exit 
station , and the remaining 3 percent loss occurred in the subsonic diffuser down- 
stream of the throat exit station . No attempt was made to determine where this loss 
occurred or what part of it was due to viscous effects . It is conceivable that a re- 
design of the subsonic diffuser, for example, a recontour of the diffuser surfaces 
and a redesign of the centerbody support struts , could reduce the total pressure 
losses . 

An important characteristic of any inlet is the total pressure distortion (both 
steady state and dynamic) that it generates at the diffuser exit plane . The problem 
of inlet-engine distortion compatibility has been discussed in great detail in the lit- 
erature . Certainly , it behooves the designer to minimize the distortion levels pro^ 
duced by the inlet . The steady-state data presented indicate that all configurations 
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had comparable levels of distortion , about 10 to 14 percent for the terminal shock 
located in the throat region . 

A cause of the steady-state distortion levels encountered for the inlet tested is 
shown in figure 31 . The figure presents the diffuser exit rake profiles for only one 
of the four flow quadrants . The profiles of rakes 2 and 12 indicate the cowl-side 
flow was in a state of incipient separation, but the profile of rake 1 indicates no such 
incipient separation . From figures 7 and 9 , it can be seen that rakes 2 and 12 sur- 
veyed the flow immediately downstream of the bypass door openings . The results 
shown here are typical of all four flow quadrants and for all configurations tested . 
The bypass door entrance slots covered about the last one-third of the diffuser 
length and were in a region of rapid diffuser area variation (fig . 4) . The entrance 
to the bypass doors provided an abrupt increase in diffuser area of about 10 percent . 
Each bypass door was a slotted plate that consisted of eight individual openings . 
Thus , the abrupt area change occurred eight times over the length of the bypass 
door . The apparent large-scale roughness in a region of rapid area variation could 
tend to separate the flow , at least locally , as indicated by a comparison of rakes 2 
and 12 with rake 1. Although bypassing the flow has the effect of delaying separa- 
tion , the surface roughness may have had a greater effect on the local flow . 

The relative insensitivity of the inlet steady- state distortion levels with total 
bleed flow removal is shown in figure 32 . Data are presented for each of the five in- 
let bleed configurations tested for three operating points: (l)minimum stable, 

(2)critical, and (3) representative supercritical (P2/^0 ~ corre- 

sponding to critical inlet operation followed the expected trend of decreased distor- 
tion with increased bleed , but the data corresponding to minimum stable operation 
fail to indicate any such trend . As discussed previously , the distortion levels for 
this inlet appeared to be primarily due to the incipient flow separation from the cowl 
surface as induced by the overboard -bypass doors. Also data already presented 
have indicated that the inclusion of cowl bleed failed to appreciably increase the 
diffuser exit total pressure recovery performance . For either minimum stable or 
critical operation at the nominal centerbody bleed, less than a 0.01 increase in 
recovery was gained as a result of a removal of 0.03 cowl-bleed airflow (figs. 16, 

19, 22, 25, and 28) . The increase in recovery was not sufficient to offset the effect 
of the increased cowl bleed , and hence the cowl-bleed configurations experienced 
range degradation penalties . However , the increased cowl bleed was responsible 
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for the increase in inlet constant-pressure stability index (11.8 percent for IIAccb 
as compared to 5 .8 percent for Accb) . A further discussion of the distortion char- 
acteristics of this inlet design is given in reference 9 . 


Angle-of-Attack Performance 

The angle-of-attack performance for the five configurations tested is shown in 
figure 33 . Data are presented for both the optimum and maximum centerbody-bleed 
exit areas . All data presented were taken with an operating bypass system . The 
following procedures were used to obtain the maximum angle-of-attack data for the 
optimum and maximum centerbody-bleed mass flows . For maximum angle of attack 
at critical inlet operation, (1) the inlet was set for critical operation (terminal shock 
at the geometric throat) for 0° angle of attack, and (2) the model angle of attack was 
increased until unstart occurred . The inlet was restarted , and data were recorded 
for an angle of attack that was slightly less than the unstart angle . Determination 
of the maximum angle of attack for minimum stable inlet operation followed the same 
procedure as for critical inlet operation . For maximum angle of attack at supercriti - 
cal inlet operation, (1) the inlet mass flow plug was fully retracted; (2) the model 
angle of attack was increased until unstart occurred; (3) the inlet was restarted 
and the model angle of attack was set at slightly less than the unstart angle; (4) the 
mass flow plug was then closed until the inlet unstarted; and (5) after the inlet was 
restarted , the plug was relocated near the position causing unstart . The data were 
then recorded . The same procedures were used to obtain the angle-of-attack data 
with maximum centerbody-bleed mass flow rates . 

Configuration Accb had a maximum angle of attack of 2.55° for the optimum bleed 
exit area; the corresponding critical angle of attack was 1.74°. Increasing the 
centerbody-bleed exit area to its maximum value resulted in a maximum angle of 
attack of 6.85° and a critical angle of attack of 4.17°. As the curves indicate, the 
other configurations exhibited somewhat higher angle tolerances for the respective 
conditions . In particular for maximum centerbody bleed , configurations IIAccb 
and IIIAccb had maximum angles of attack that exceeded the wind tunnel strut limit 
of 8°. 
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SUMMARY OF RESULTS 


An inlet bleed development program was conducted in the Lewis 10- by 10-Foot 
Supersonic Wind Tunnel on a full-scale axisymmetric , mixed-compression inlet . 

The inlet was sized to provide the airflow requirements of the TF30-P-3 turbofan 
engine. At the design Mach number of 2.5, 55 percent of the supersonic area con- 
traction occurred external to the cowl lip . Variations in the bleed entrance config^ 
urations on both the cowl and centerbody surfaces were investigated . The main 
results of this investigation are as follows: 

1 . The configutation with no cowl bleed exhibited the best range performance 
of all configurations tested . The configurations with cowl bleed suffered range 
decrements of from 48 to 122 (26 to 66 n mi) relative to the no-cowl-bleed configura- 
tion. 

2 . The no-cow 1-bleed configuration achieved a minimum stable diffuser exit 
recovery of 0.894 with a centerbody-bleed mass flow ratio of 0.02. The cowl-bleed 
configurations had minimum stable recoveries as high as 0.900 for total bleed mass 
flow ratios as high as 0.055. The increased bleed mass flows were responsible for 
the range degradation penalties suffered by the cowl-bleed configurations . 

3 . Increasing the centerbody-bleed flow to a maximum amount allowed all config- 
urations tested to achieve increased steady-state stability margins over the normal 
subcritical operating limits . If a constant centerbody-bleed plenum pressure were 
maintained , the data indicated that reductions in diffuser exit corrected airflow of 
from 4 . 1 percent for the no-cowl-bleed configuration to 11.8 percent for the 
maximum-cowl-bleed configniration could be tolerated prior to unstart . 

4. Slightly higher diffuser exit recoveries were obtained when a flush-slot 
centerbody-bleed entrance was used rather than when a ram-scoop entrance was 
used. 

5. With a centerbody-bleed flow of 0.02, the no-cowl-bleed configuration 
achieved a maximum angle of attack of 2.55®. With an increased centerbody-bleed 
flow , the configuration achieved a 6 . 85® angle of attack prior to unstart . The vari- 
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ous cowl-bleed configurations achieved higher angles of attack for the respective 
operating conditions . 


Lewis Research Center , 

National Aeronautics and Space Administration, 
Cleveland, Ohio, October 23, 1975, 

505-04. 
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TABLE I, - INLET COORDINATES 


(a) Cowl (b) Centerbody 


X R 

r/R 

x/R 

r R 

2. 0148 

1.0000 

4.0148 

0. 9745 

2^ Internal 

4.0683 

. 9746 

cowl angle 

4. 1218 

. 9748 

2, 2117 

1.0069 

4. 1754 

. 9749 

2. 2455 

1.0079 

4. 2289 

. 9751 

2.2761 

1.0084 

4.2824 

. 9753 

2. 3058 

1.0086 

4. 3360 

. 9756 

2. 3348 

1.0086 

4. 3895 

. 9759 

2. 3631 

1.0082 

4.4430 

. 9761 

2. 3908 

1.0075 

4.4965 

. 9763 

2.4180 

1.0065 

4.5501 

. 9765 

2.4447 

1.0053 

4. 6036 

. 9768 

2. 4^10 

1.0038 

4. 6571 

. 9770 

2.4971 

1.0021 

4.7107 

. 9771 

2. 5381 

0. 9993 

4.7642 

. 9774 

2. 5786 

. 9967 

4. 8177 

. 9776 

2.6187 

.9944 

4. 8713 

. 9779 

2. 6584 

. 9924 

4. 9242 

.9781 

2.6978 

.9906 

4. 9783 

. 9783 

2.7369 

. 9889 

5.0319 

. 9785 

2.7760 

. 9872 

5.0854 

. 9787 

2.7836 

.9869 

5. 1389 

. 9790 

2. 8371 

. 9850 

5. 1924 

. 9792 

2. 8906 

.9831 

5.2460 

. 9794 

2.9442 

.9813 

5. 2995 

.9796 

2.9977 

.9794 

5. 3530 

. 9798 

3.0512 

. 9778 

5.4066 

. 9800 

3. 1048 

.9763 

5.4601 

. 9802 

3. 1583 

.9754 

5.5136 

. 9805 

3.2118 

.9748 

5. 5672 

. 9807 

3.2653 

.9745 

5. 6207 

.9808 

3. 3189 

. 9743 

5.6742 

. 9809 

3. 9612 

.9743 

5. 8209 

. 9809 


X R 

r R 

X R 

r R 

0 

0 

3. 9612 

. 6638 

12.5^^ Conical section 

4.0148 

.6554 

1. 0001 

0.2217 

4.0683 

.6466 

18. 5^ Conical section 

4. 1218 

.6363 

2. 3749 

0.6817 

4. 1754 

.6255 

2.4408 

.7036 

4. 2289 

.6137 

2. 5068 

.7251 

4. 2824 

.6016 

2. 5733 

.7463 

4. 3360 

. 5893, 

2. 5831 

.7494 

4. 3895 

. 5768 

Bleed slot 

4.4430 

. 5645 

2. 6883 

0.7547 

4.4965 

. 5521 

2.7283 

.7526 

4. 5501 

.5397 

2. 7836 

.7497 

4.6036 

. 5273 

2. 8371 

.7469 

4. 6571 

. 5149 

2. 8906 

.7441 

4.7107 

. 5025 

2. 9442 

.7413 

4. 7642 

.4902 

2. 9977 

.7384 

4. 8177 

.4778 

3.0512 

.7356 

4. 8713 

.4654 

3. 1048 

. 7328 

4. 9248 

.4530 

3. 1583 

.7300 

4. 9783 

.4406 

3. 2118 

.7272 

5.0319 

.4282 

3. 2653 

.7242 

5.0854 

.4159 

3. 3189 

.7211 

5. 1389 

.4035 

3. 3724 

.7179 

5. 1924 

. 3911 

3.4259 

.7146 

5. 2460 

. 37 87 

3.4795 

.7110 

5. 2995 

. 3661 

3. 5330 

.7072 

5. 3530 

. 3538 

3. 5865 

.7032 

5.4066 

. 3413 

3.6401 

.6990 

5.4601 

. 3354 

3. 6936 

.6942 



3.7471 

. 6892 


• 

3. 8007 

.6836 


. 

3. 8542 
3. 9077 

0. 6777 
. 6709 

5. 8209 

0. 3354 





TABLE II. -STATIC- PRESSURE- 
TAP LOCATIONS 
(a) Cowl (b) Centerbody 


x/R 

2.088 

3. 158 

2. 195 

3.212 

2. 302 

3.319 

2.409 

3.426 

2.462 

3.533 

2.516 

3. 640 

2. 569 

3.747 

2. 623 

3.854 

2.677 

3.961 

2.730 

4. 175 

2.784 

4. 389 

2. 837 

4.604 

2. 891 

4. 818 

2.944 

5. 139 

2.998 

5.468 

3.051 

5.607 

3. 105 



x/R 

0.910 

3. 105 

.964 

3. 158 

1.028 

3.212 

1.081 

3. 319 

1.820 

3.426 

2.034 

3.533 

2.248 

3.640 

2.409 

3.747 

2.462 

3.854 

2.569 

3. 961 

2.730 

4. 175 

2.784 

4. 389 

2.837 

4.604 

2.891 

4.818 

2.944 

5. 139 

2.998 

5.468 

^.051 

5. 607 




DIFFUSER BLEED CONFIGURATIONS 



^ccb denotes vortex generators on cowl and centerbody. 
^Increased forward- cowl exit area. 




TABLE rV. - STABILITY PERFORMANCE 


Configuration 

Total bleed 
mass flow 
increase 

Constant- pressure 
stability index, 
percent 

Accb 

0.019 

4.1 

lAccb 

.042 

9.1 

IIAccb 

.054 

11.8 

niAccb 

.042 

9.2 

IVAccb 

.045 

8.9 









J^Centerbody support struts 


^Vortex generators 


Centerbody-bleed 
exit ports 


(c) Isometric view of model 
Figure 1. - Concluded. 


Overboard bypass 


Performance bleed 


CD -11556-01 














X/R = 2.583 X/R = 2.688 x/R = 2.783 

r/R = 0.749 r/R = 0.755 (geometric throat) 



x/R = 2.688 



x/R = 2. 682 (geometric throat) 
x/R = 0.762 



(c) Ram scoop, sharp lip (configuration B). 



x/R = 2.682 
r/R = 0.762 



(d) Ram scoop, blunt lip (configuration C). 
Figure 6. - Centerbody bleed configurations. 
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Throat 

Throat exit 

Axial distance, x/R: 2.015 2.783 3.212 4.604 5.607 



(a) Total pressure rake locations. 

Figure 9. - Diffuser pressure instrumentation. 
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Cowl; axial distance, Centerbody; axial distance, 

x/R, 2.837 xfR, 2.730 


.(b-1) Cowl and centerbody throat boundary- layer total pressure 
rakes. Circumferential position, (p, 10°. 


Cowl 



Centerbody Centerbody 


(b-2) Mid-diffuser total pressure rake. (b-3) Throat exit totai pressure rake. 

Circumferential position, cp, (P; Circumferential position, (p, 350°; 

axial distance, x/R, 4.604. axial distance, x/R, 3.212. 

(b) Diffuser total pressure rakes. 

Figure 9. - Continued. 
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x/R = 2.581 


x/R = 2.668 



(a) Blunt-lip - flush -slot configuration. 



fb) Sharp-lip - flush-slot configuration. 
x/R = 2. 581 x/R = 2. 682 



ic) Blunt-lip - ram -scoop configuration. 
x/R = 2.682 

x/R -2. 581 I 




(d) Sharp-lip - ram-scoop configuration. 

Figure 10. - Centerbody-bleed-slot instrumentation. Static-pressure-tap location, CP; cir- 
cumferential rake position, 10°. 
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(f) Configuration C. 


Figure 13. - Centerbody boundary-layer rake profiles. Free-stream Mach number, Mn, 2.5; angle of attack, a, 0°; cowl-lip position 
parameter, 0j, 26.4°. 
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(c) Configuration Fccb. 
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(b) Configuration VIEccb. 
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(d) Configuration Accb. 
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Figure 14. - Centerbody-bleed performance. 
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Diffuser exit total pressure recovery, P2/P 







Figure 17. - Diffuser performance for configuration Accb. Free-stream Mach number, Mq, 2.5; angle of 








.3 



flow ratio, nfi 2 /mQ 

(a) Centerbody-bleed performance. (b) Diffuser performance. 

Figure 18. - Stability performance for configuration Accb. Free-stream Mach number, Mn, 2.5; angle of 
attack, a, 0°; cowl-lip position parameter, 0j, 26.4°; bypass mass flow ratio, 0.06. 
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Figure 19. - Steady-state performance for configuration IIIAccb, Free-stream Mach number, 
Mq, 2.5; angle of attack, a, 0°; cowl-lip position parameter, 0j, 26.4°; bypass mass flow ratio, 
°^by^°^0’ aft -cowl -bleed mass flow ratio, mg^./mQ, 0. 
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.84 .88 .92 

Diffuser exit mass flow ratio, m 2 /mQ 

(b) Diffuser performance. 



ic) Cowl-bleed performance. 


Figure 21. - Stability rerformance for configuration IIIAccb. Free-stream Mach number, Mn, 2.5; angle of attack, a, 0°; cowl-lip position 
parameter, 8j, 26.4“j bypass mass flow ratio, m|,y/mQ, 0.05. 
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Operating condition 


Aft -cow! -bleed 
mass flow ratio, 
mgc/mo 
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□ Critical 

O Other operating points 


Solid symbols denote bypass door variation for 
diffuser exit corrected airflow of 65. 8 kg/sec 



Figure 22. - Steady-state performance for configuration IVAccb. Free-stream 
Mach number, Mg, 2.5; angle of attack, a, 0°; cowl-lip position parameter, 
0j, 26.4®; bypass mass flow ratio, 0.04; forward-cow I -bleed mass 

flow ratio, m^^/mg, 0.008; center body -bleed mass flow ratio, m^jj/ mg, 0.021. 
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(b) Centerbody-surface static pressure distributions. 
Figure 23. - Continued. 
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(c) Cowl boundary-layer rake profiles. 
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(d) Centerbody boundary-layer rake profiles. 
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(e) Throat exit rake profiles. 


(f) Mid-diffuser rake profiles. 
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Local total pressure recovery, P/Pq 

(g) Diffuser exit rake 1 profiles. 
Figure 23. - Concluded. 
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Centerbody-bleed mass flow ratio, Diffuser exit mass flow ratio, m 2 /m( 

(a) Centerbody-bleed performance. (b) Diffuser performance. 



Bleed mass flow ratio, mj^j/mQ 


Plain symbols denote critical 
operation 

Tailed symbols denote minimum 
stable operation 


tc) Cowl-bleed performance. 


Figure 24. - Stability performance for configuration IVAccb. Free-stream Mach number, Mq, 2.5; angle of attack, a, 0°; 
cowl-lip position parameter, 0j, 26.4°; bypass mass flow ratio, mj^y/mQ, 0.04. 
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Figure 25. - Steady-state performance for configuration lAccb. Free-stream Mach number, Mq, 2.5; angle of attack, 
0 , 0°; cowl-lip position parameter, 8^, 26.4°; bypass mass flow ratio, 0.03. 
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(a) Centerbody-bleed performance. 


(b) Diffuser performance. 



(c) Cowl-bleed performance. 


Plain symbols denote critical operation 
Tailed symbols denote minimum stable 
operation 


Figure 27. - Stability performance for configuration lAccb. Free-stream Mach number, Mq, 2.5; angle of attack, a, 0°; 
cowl-lip position parameter, 0j, 26.4°; bypass mass flow ratio, m^jy/mQ, 0.03. 
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(b) Centerbody-surface static pressure distributions. 
Figure 29. - Continued. 
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(d) Centerbody boundary-layer profiles 
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(e) Throat exit rake profiles. 
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(f) Mid-diffuser rake profiles. 
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( g) Diffuser exit rake 1 profiles. 
Figure 29. - Concluded. 
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(a) Centerbody-bleed performance. 


(b) Diffuser performance. 
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(c) Cowl-bleed performance. 


Figure 30. - Stability performance for configuration IIAccb. Free-stream Mach number, Mq, 2.5; angle of attack, a, 0°; 
cowl-lip position parameter, 0^, 26.4; bypass mass flow ratio, mjjJmQ, 0.03. 
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bleed mass flow ratio, m^|j/mQ, 0.021; forward-cowl- 
bleed mass flow ratio, m^^/mQ, 0.008; aft -cowl -bleed 
mass flow ratio, rrig^/mQ, O.OIQ: bypass mass flow ratio, 




□ For minimum stable operation 
O For critical operation 
A For supercritical operation 

Open symbols denote optimum centerbody-bleed 



Figure 33. - Angle -of -attack performance. 



